RE:  Tonight's  Site  Check 


Subject:  RE:  Tonight's  Site  Check 

From:  Cynthia  Alvarez  <calvarez@st-nicks.com> 

Date:  04/26/2018  01:38  PM 

To:  Rich  Sarian  <Rich@hollywoodbid.org> 

Hello  Rich, 

Thank  you  for  the  update. 

The  crew  will  check  it  out  tonight  and  make  the  necessary  repairs. 

Best  regards, 

Cynthia  Alvarez 

Product  Design  and  Development  Manager 

200  Pine  Ave.,  Suite  #260 
Long  Beach,  CA  90802 
(877)  My  St  Nicks 

www.St-Nicks.com 

Calva  rez  @  St-_Nick_s.com 


From:  Rich  Sarian  [mailto:Rich@hollywoodbid.org] 

Sent:  Thursday,  April  26,  2018  1:37  PM 
To:  Cynthia  Alvarez  <calvarez@st-nicks.com> 

Subject:  Tonight's  Site  Check 

Hi  Cynthia, 

I  know  that  there  are  a  few  string  lights  that  aren’t  working  in  the  trees,  but  I  don’t  know  about  the  RGB 
lamps.  The  south  section  of  Hollywood  and  Vine  has  been  out  the  last  few  nights  so  there  could  be  some  in 
there.  Thank  you  for  your  help  with  all  of  this! 

Rich 


RICH  SARIAN 

Operations  Manager 
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